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THIS IS UNEVALUATED INFORMATION 


The Heavy Industry Department of the Shanghai Military Control Commission 
during November 1949 established In Shanghai a factory for the manufacture 
of precision instruments. This Is the only establishment In Shanghai now 
producing precision machine tools and oarta. 

pie new factory was made up by amalgamating the Number 2 Plant of the Central 
Machine Factory of the National Hesources Commission in Shanghai, the Hsleh 
Ho i m Jto ) Iron Works, and some small factories. 







